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Antenna Selector twitch 


25X1 A5a1 

1# On l4 flept^tiher a visit va.» cade to the 

for the pu rpoie of inspecting a couplet. ii _*-.-tar dr iw ■...••* t.;pa 
l>V~'rf-iO Astora4 Selector ivttcb* 'ATio c witch is iur react..; L.. ns- 

tti t- tor /antenna switching utilizing £00 oinii ex-cn. wire tr.u. --legion ii.< • « 

The typo ? £d;>-$i0 provides for switching toe outputs of two trass®!, t tor a to 
any two of four outgoing Alecs# , 


£, persons la attendance were l 



3* One Ante (.cm Switch framework nccitub.ly iu-1 boon swt up c;, 
with the aosociat 1 fc-ritchi • g totrra and uieciuu.l.rn* Ti.c doivtrai a 
loco ted ia the iaacrunte vicinity aud all of the awltcnlaj- funotl t~. 
pcrfcrsicd. All of the switching" operation® and control/iodicutur c 
operated satisfactorily* The Project bughwer deacas i rated taw a a 
Its associated awitCiiing nechauleia was installed vithiu the frar.o«c 
and ilia action of the interlock uni control circuits# The Project 


.1 was 

... wore 
t : cult* 

Lcr with 
.'i. assembly 
i-.gineor 


reviewed ti'.o drawings with a general indoctrination on the installs tic** and 
Operation of ilia unit# 

. • r . ■ I *4 

1. The unit was accepted for shipment aad will be shipped with a cots* v 
plate set of installation drfew^ofiswin^iustructiotis'to facilitate a sscrJbly* 

It is planned to return to the to insect the re:r..iauor of 25X1 A5s1 
tJi® switches being purchased under the contract within tbs next three uonths* 
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25X1 A5a1 

1. 0a Ik Beptea her a visit was hade to the 

25X1 A for the purpose of inspecting * completed, iwtor driven t-pa j 

Ifi£^4^5terai3 Selector Switch* The ei/itch is designed for remote U.ms- j 

alt tor /antenna switching utilizing 60G oha open wire trar-ueission linn. j 

The typo r iA;i-240 provides for switching the outputs of two transmitters to J 

any two of four outgoing lines • ] 


2. Persons in attendance were I 


( 

25X1 A 


3. One Antenna Switch framework adeeatoiy had been eat up coap.lete • 

with the associated switching motors and mechanism* The Control it.noi was 

located la the immediate vicinity and all of the switch! ng •• f uncti can were 
performed. All of the switching operation* and control/ indicator- circuit* 
operated satisfactorily* The Project Engineer demonstrated how e motor with 
its associated switching Mechanic® was ins tailed within the framework lasseufely 
ajqd tiie action of the interlock and control circuits* The Project lAgineer 
reviewed the drawing* with a general indoctrination on ilia inataUatioa and 
operation of the unit* \ 

V * \\ 

4 . The unit waa accepted for shipment and will be shipped with a cos* 
plete set of installation draw ing* and instructi on* to faUlitptaeasecbiy. 

It Is planned to return to the to inspect the reri&isiier of r 25X1 A5a 

the switches being purchased unde^u!^cc5t55r within the neat three Months* 
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